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;ries, the type of instrumentation and data
s well as the management of the networks and
uch depend on the overall philosophy that is
seismological research in the United States
e.

concluded that piecemeal measures are not
, and there is clearly a need for the estab-
an overall flexible plan of development through
al resources can be channeled to achieve the
joals for earthquake study.  In short, we con-
-he overall goals can be crucially assisted by
snt of a United States Seismograph System (USSS)
re seismological community, both national and
_, which makes use of the best equipment and
:hods now available in the United States.

this USSS concept voluntarily by all inter-
.ogists and agencies in the United States
i not only a fruitful research environment but

ensure continued financial support for earth-
;.  To do less would be to deter seismological

applications for many years and to invite a
. in the level of work now being performed.